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LAURA GRISWOLD (mother of Theron Orsemus Loomis) 


born: July 7, 1826 in Clinton Twp. 
died: March ?, 1924 in Clinton Twp. (buried in Clinton Cemetery) 


married: Hiram Pease Loomis on May 20, 1846 in Aldenville, Pa. 


When asked (Winter 1977) by SRP who was the oldest member of 
either the Russell family or the Loomis family that she could 
personally recall, Helen L. R. Powell replied: "My Great Great- 
grandmother Loomis (Theron's mother) came to The Homestead to 
quilt and get rags torn into strips and sewed into one long 
strip to make rag carpets." 


02-23-78 


LLR: "If you noticed in Clinton Cemetery right in front there's a 
big rock there and it has a bronze plate on the front of it 
and all of the old settlers that were originally over there 
and the old ministers up to a certain date are on the stone, 
If you ever happen to be in the cemetery look at that. « «Light 
in the front it is." 


DWP: "Those are the families that came back on Pioneer Day?" 


LLR: "Yes, they were the ones that were still there...and Grandma 
Loomis [Laura Griswold Loomis] unveiled that [stone] when 
they put that there. Every year they used to put one of 


those up. There's three or four of 'em there in the cemetery 
with different bronze plaques ...and that was the first one 
they put up and they had it all draped over and Grandma Loomis 
unveiled it cause she was the oldest one." 


